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1. tn establi thing a rteerd njatem for the eevart 

tthtol, our re^uirosNiintt well b« Inoorporattd tlmply 

in the for« of taeond ©oplet, trantftrable t© ua alaultaneous- 
ly with, the teams. 

2. W® would lilt© a dossier of oath man to laoludes 

a. A photograph (asBie at made for the Identifi- 
cation doeumeata). 

b. A ample of handwriting. 

e, A tape record lag of each veiee. 

d. True name. 

e. Pseudonym, if given. 

f. Complete deserlption (with distinguiahlng 
features or marks } . 

g. Brief biographical aketeh. 

h. Progress report of training from date of 
entry. 

1. Any special aptitude shown. 

J* An assessment of the Individual’s physical and 
emotional stats, his degree of leadership, and Ms state 
ef training, 

k. Chief instructor’s overall assetament of the 
individual. 

3. To the above we will add operational data so that 

a eomplet© record for each man from his .gaining to his ®x- 
flltration to his ultimate diap/atAtCl^l’nr^fil file. 
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4, 4,b t&w a^eessarjr d® 0 ut»©ntatlom, tfela ate©uli h@ 

»ce©«t©lJjfe®d afc th® seh®®l ©Itfeer by bb« Staff tb®r® ®r by 
f tb® plaii t® send M» to HfStela »«t®rl«ll8®». 

apparatua la la tCDPlak a®w and will b® ablpp®d t© tb® 
aoMooX aadar aaparat® eovar. ?b® aetmal oompletlea ©f tbe 
doomeat forma la expl&lnai la th® iaatruotioaa aeeoaipaayimg 
th® apparatua. Only a Plxi® abonld do tbo writ lag r@<|uir®d. 


5* It la aiiggeated) alaot that paahdoayiia be laYoated 
in oooparatlon with Individual tea* members who may have an 
affinity for oortain naa® ©omblnatlonsj honoe their responses 
would be Involuntarily natural. 



10 February 1961 


MaiORASDOT 


SUBJECT; Eeeture Texts 
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1. BBelasei ara (1) text for a baakgreiaad-lutelligenoe 
leeture for B<IFlend Flxie eendldatesy (^) a eeinmunleatlons 
briefi»g, and (6) a suggestion f@r an Agent dossier* 

2 * Regarding tbe doeunentatlen for tbe Elxla an^n±s 
It la felt tbat tMs ehould be aeeoiiFllsbed 
time during the final week ©f training* that would appear, 
alao, as the propltioua tine to assign paoudonyBis, the 
Becognition plan, the Alr/@round signal, the Puress signal, 
the Reception Cosaalttee Plan, the Alphabet code and to ©©»« 
plete the dossiers* This procedure would noan that eur final 
I briefing her© would be abort and would inelude only the 
Ixflltratlon Plan, Recognition signs, the individual team«*and'» 
area briefing, the names and whereabouts of contaets, the re- 
supply drops, the Drop i^one, and an alternative communications 
channel. 

3* As for the baokgrotmd text herewith submitted, there 
seems to be a good reservoir of material for field problems. 

It has been Jagged'S notable experience bo have worked with 
, teams whose eomblned mental stature loft considerable to be 
desired. In one of Jagged's commentaries, "The buggers 
couldn't tell a tank from a field tractor", 1 mention this 
because in the information we listed as desirable, w© (ZRMetal) 
get rather speeific on woli^ts, numbers, types, and the like. 
Practice in simple observations may he helpful Ira preventing 
or minimising absolute confusion later* In this same respect, 
it Is suggested that the lecturer giving the baekgroimd-lntel- 
ligenee Instructions take advantage ©f basic language and the 
drummlBg value of repeating phrases and thou^ts* ft would not 
be wise to whisk through any of this material as written. 

That, of course, will be readily evident when you review it. 
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